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FOR: Xtepixty Director (Administration) 

* Conflicts of Interest 

1. Steference i* made to Agency Hotice Ho| 

33 December 1953 concerning conflicts of interest. 

a* The Medical Office submits a negative report as 
having no personnel *feo represent private interest® with 
respect to matters in vfaich confidence has teen reposed 
in th an ap Federal eaployees . 


JKm R« TUtt-W, M»D. 
Chief# Medical Staff 
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